



New Connections for Additional Water Flow to Florida Bay 








The Florida 
Bay Plan: 











@ Degrading a weir and 
adding plugs along the L-31 
West Canal to allow more water 
to flow into Taylor Slough, and 
keeping more water in 
Everglades National Park. 















© Sending additional water 
through the S-328 water control 
structure in the L-31 West Canal 
reaching Taylor Slough. 













@ Connecting the Frog Pond 
detention system to the L-31 

West Canal sending more water 
towards Taylor Slough. 
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The South Florida Water Management District's expedited plan to restore Florida Bay 
will send billions more gallons of freshwater per year into Taylor Slough. 











@ Rebuilding a L-31 West 
Levee and Weir to keep more 
water in Everglades National 
Park. 








These actions will be the 
first steps to help save the 
bay. 









